DOCKETED ITEMS     241
8503120417 Forwards interim security plan to support receipt of fuel at site.Plan will provide security for reactor fuel until util plan implemented.W/o encl. DEWEASE.J.G. Houston Lighting & Power Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 3pp. 29316:197-29316:199.
G. Adjudfcatory correspondence
8503040338 Corrects statement in 850221 request for extension of time. Applicant & State of TX had no objection to extension.while NRC took no position.Related correspondence.
SINKIN.L Citizens Concerned About Nuclear Power, Inc. #185 825. 85/02/22. EDLES.G.J., MOORE.T.S., JOHNSON.W.R. Atomic Safety and Licensing Board Panel. 1p. 29183:103-29183:103.
8503040355 Comments on NRC affidavit re Issue B & motion for ASLB to require filing of  profiled testimony on  Issue B  in  Phase  II  & to  provide for discovery on testimony.Schedule requested for filing of profiled testimony on Issue B. SINKIN.L Citizens Concerned About Nuclear Power, Inc. #185 826. 85/02/25. Atomic Safety and Licensing Board Panel. 9pp. 29177:175-29177:183.
8503050351 Advises that L Sinkin atty for Citizens Concerned About Nuclear Power.not client,per request for personal records from Selective Svc sys.Distinction between client & counsel unclear.Certificate of Svc encl. GOLDSTEJN.R. Gray, Allison & Becker. #185 835. 85/02/25. NEWMAN.J. Newman & Holtzinger. 3pp. 29206:234-29206:236.
8503040445 Memorandum of 850226 telcon to ascertain status of documentation available to Citizens Concerned About Nuclear Energy.lnc re Phase II competence issues to be litigated. Served on 850301.
BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #185 809. 85/02/28. 3pp. 29180:335-29180:337.
8503140208 Motion for reconsideration of ASLAB Decision ALAB-799 on Citizens Concerned About Nuclear Power.lnc appeal from Partial Initial Decision LBP-84-13 issued by ASLB.Decisions on due process question premature.Certificate of Svc encl. SINKIN.LA Citizens Concerned About Nuclear Power, Inc.  #185 007. 85/03/08. Atomic Safety and Licensing Appeal Panel. 22pp. 29357:126-29357:147.
8503140265 Responds to AH Gutterrnan 850225 request to ASLAB to reconsider granting time extension for intervenor to file motion for reconsideration of Decision ALAB-799.Request should be denied.Certificate of Svc enct. GOLDSTEIN.R. Gray, Allison & Becker. #185 008. 85/03/08. EDLES.G.J., JOHNSON.W.R.,  MOORE.T.S.  Atomic Safety and  Licensing Appeal Panel. 7pp. 29357:048-29357:054.
8503140234 Notice of 850430 prehearing conference in Bethesda.MD. Served on 850312.
BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #185 003. 85/03/12. 2pp. 29357:077-29357:078.
8503140297 Order to file answers to Citizens Concerned About Nuclear Power.lnc motion for reconsideration in accordance w/10CFR2.771(b).Served on 850313. SHOEMAKER.C.J. Atomic Safety and Licensing Appeal Panel. #185 014. 85/03/12. Joint Applicants - South Texas Project. 1p. 29357:025-29357:025.
8503180562 Forwards applicant motion for summary disposition on Citizens Concerned About Nuclear Power Contention 4. Adoption of listed schedule for response requested.
SILVERMAN.DJ. Newman & Holtzinger. SILVERMAN.DJ. Houston Lighting & Power Co. #185 098. 85/03/12. BECHHOEFER.C., LAMB.J.C., HILL.E.E. Atomic Safety and Licensing Board Panel. 2pp. 29397:218-29397:297.
-8503180566 Motion for summary disposition of Citizens Concerned About Nuclear Power Contention 4 re adequacy of Category 1 structures.No genuine issue of matl fact exists & applicant entitled to favorable decision.Certificate of Svc encl. GUTTERMANAH. Houston Lighting & Power Co. GUTTERMAN.A.H. Newman & Holtzinger. 85/03/12. Atomic Safety and Licensing Board Panel. 16pp. 29397:220-29397:235.
-8503180572 Affidavit of DE Wolfe re adequacy of operating basis wind for facility in light of historical data on wind speeds. WOLFE.D.E. Wolfe, D.E. 85/03/07. 17pp. 29397:236-29397:252.
-8503180576 Affidavit of RB linderman re Category 1 structures & equipment design to withstand hurricane wind loads, hurricane-induced collapse of non-Category 1 structures & hurricane-generated missiles. LINDERMAN.R.B. Bechtel Corp. 85/03/11. 44pp. 29397:253-29397:297.
8503150493 Forwards corrected Page 9 to applicant 850312 motion for summary disposition on Citizens Concerned About Nuclear Power Contention 4 re wind speed. SILVERMAN.DJ. Newman & Holtzinger. #185 056. 85/03/13. BECHHOEFER.C., LAMB.J.C., HILL.E.E. Atomic Safety and Licensing Board Panel. 1 p. 29375:277-29375:278.
-8503150495 Corrected Page 9 to motion for summary disposition on Citizens Concerned About Nuclear Power Contention 4 re wind speed.
* Houston Lighting & Power Co. 85/03/13. Atomic Safety and Licensing Board Panel. 1 p. 29375:278-29375:278.
8503180213 Informs that Citizens Concerned About Nuclear Power 850307 motion for reconsideration sent to ASLAB on 850308.No further filing planned for staff affidavit or applicant updated filing re Phase II issues.
SINKIN.L. Citizens Concerned About Nuclear Power. Inc. #185 076. 85/03/13. BECHHOEFER.C., LAMB.J.C., HILL.E.E. Atomic Safety and Licensing Board Panel. 1p. 29386:147-29386:147.
8503150437 Order extending time until 40 days after ASLAB issues amended decision or rejects Citizens Concerned About Nuclear Power.lnc motion for reconsideration for Commission to determine whether to review ALAB-799.Served on 850314. CHILK.SJ. Office of the Secretary of the Commission. #185 052. 85/03/14. Commissioners. 1 p. 29371:289-29371:289.
8503180379 Advises that no further applicant response will be filed to 841221 staff affidavit re const QA/QC under new contractors at facility.Certificate of Svc encl.Related correspondence.
NEWMAN.J.R. Newman & Holtzinger. NEWMAN.J.R. Houston Lighting & Power Co. #185 073. 85/03/14. BECHHOEFER.C., LAMP.J.C., HILL.E.E. Atomic Safety and Licensing Board Panel. 6pp. 29386:242-29386:247.
8503190409 Memorandum providing explanation for declining sua sponte review of Citizens for Equitable Utils.lnc Contentions 5-8. No persuasive reason found for undertaking review.Served on 850319.
BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #185 110. 85/03/15. 11pp. 29407:099-29407:109.
8503260057 Response opposing Citizens Concerned About Nuclear Power 850308 motion for reconsideration of ASLAB 850206 Decision ALAB-799.Motion does not identify any mistake of law or factCertificate of Svc encl.
SILVERMAN.DJ. Houston Lighting & Power Co. SILVERMAN.DJ. Newman & Holtzinger. #185 225. 85/03/18. Atomic Safety and Licensing Appeal Panel. 19pp. 29502:332-29502:350.
8503280738 Response opposing Concerned Citizens Against Nuclear Power 850308 motion for reconsideration of ALAB-799 affirming ASLB Partial Initial Decision LBP-84-13.Certificate of Svc encl.
PIRFO.O.R. Hearing Branch 3. #185 276. 85/03/25. Atomic Safety and Licensing Appeal Panel. 23pp. 29557:121-29557:148.
8503280827 Response opposing Citizens Concerned About Nuclear Powerjnc 850225 filing on NRC 841221 affidavit re QA/QC const at facilities since close of Phase (.Certificate of Svc encl.Related correspondence.
PERLIS.R.G.. PIRFO.O.R. Hearing Branch 3. #185 275. 85/03/25. Atomic Safety and Licensing Board Panel. 7pp. 29557:108-29557:114.
K. Utility Final Safety Analysis Report (FSAR) & amends
8503060573 Forwards Amend 44 to FSAR,incorporating revised general arrangement drawings for Section 1.2 & general updates to Sections 2.4.13,2.5.4,Tables 7.1-2,7.7 & Apps 7A.9.1.3.11.5 & 11 AAffidavit encl.
GOLDBERG.J.H. Houston Lighting & Power Co. 85/03/04. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 8pp. 29240:023-29243:086.
-8503060580 Amend 44 to FSAR for South Texas Project Units 1 & 2. * Houston Lighting & Power Co. 85/03/04.1136pp. 29240:031-29243:086.
Q. Inspection reports, IE Bulletins & correspondence
8502250807 IE Info Notice 86-916. "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. i13pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017. "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503120359 Forwards Insp Repts 50-498/84-13 & 50-499/84-13 on 841001-1130-No violation or deviation noted.
JOHNSON.E.H. Region 4, Office of Director. 85/03/06. OPREA.G.W. Houston Lighting & Power Co. 2pp. 29315:200-29315:205.
-8503120367 Insp Repts 50-498/84-13 & 50-499/84-13 on 841001-1130.No violation or deviation noted. Major areas inspected: previously identified findings & site tours. TOMLINSON.D.P., CROSSMAN.WA Region 4, Office of Director. 85/03/01. 4pp. 29315:202-29315:205.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010. "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York. Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019. "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings. Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. f07pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co, of New York, Inc. 102pp. 29495:120-29495:221.
S. Reportable occurrences, LERs & related correspondence
8503130443 Final deficiency rept re commingling of field fabricated anchor bolts & embed plates w/anchor rods.lnitially reported on 840430.Plates not installed tested by TNAA to verify A36 welded rod matl.
GOLDBERG.J.H. Houston Lighting & Power Co. 85/02/28. MARTIN.R.D. Region 4, Office of Director. 7pp. 29365:357-29365:363.ight incore guide tube stabilizer &/or cross tie bars supplied by GE. Assembly of guide tubes not possible due to orientation of cross tie bars.Not reportable per 10CFR50.55(e). BOOKER.J.E. Gulf States Utilities Co. 85/03/06. MARTIN.R.D. Region 4, Office of Director, 1p. 29477:220-29477:220.
